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NPIC NOTICE ORGANIZATION 
NO. 26e35h 1-31 1 June 1981 


TSG REORGANIZATION 
The following organizational changes in the Engineering Support 
Division, Technical Services Group, are effective 1 June 1981: 


The Test and Modification Branch (TMP) is renamed the 
Engineering Branch (EB). 


The Equipment Services Branch (ESB) is renamed the System 
Support Branch (SSB). 


R, P. HAZZAR 
Director 
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